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r^MMveOOITA ZOOLOGICAL GARDEnO 


Type- ROUTINE INSPECTION 
Dale' Sep-24-201 S 


No ixin-compliant items idenliHed during flhis. inspection 
Inspection oonductad wllfi Senior Vaisrlrwian and Facility Staff. 

Exil briefing oobducted with Senior Vaterinariart and this Velerinary MEdical dMIicer. 
End of report. 
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